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MADISON ELECTRIC COMPANY 


WHITE ADJUSTABLE FIXTURES FOR USE ON CONDUIT 
FOR STITCHING OR ASSEMBLING TABLES IN FACTORIES AND MILLS 
Specially developed to meet the requirements in clothing, shoe, and similar industries. 
STYLE 1LA STYLE 2LA 



This type of fixture is highly recommended for 
use over stitching machinery. It is composed of 
a universal joint for direct attachment to either 
vertical or horizontal conduit, size 1 A f %, % or 
%-inch pipe. Can be furnished with any length 
of lamp arm from 6 inches to 4 feet inclusive and 
has a wrist joint at lamp. 

Price, Style 1LA, (18-inch arm).each $3.45 



A double arm type giving maximum range and 
clearance. Universal joint for direct attachment 
to either vertical or horizontal conduit, also uni¬ 
versal mid-joint and wrist-joint at lamp. Extreme 
extension 36 inches. Can be furnished for %, Y 2 
or %-inch pipe. 

Price, Style 2LA... .each $5.25 

STYLE 1DC 


STYLE IS 



Curved arm type. Universal joint for attach¬ 
ment to horizontal conduit, size ^4, %, V 2 or 94 - 
inch pipe. Has no wrist-joint at lamp. Can be 
furnished with any length of arm from 15 inches 
to 2 V 2 feet inclusive. Takes J /4-inch socket. 

Price, Style IS, (18-inch arm).each $2.70 



Clamps to y 2 or %-inch conduit (regularly hori¬ 
zontal, but can be furnished for vertical). Swing 
crank arm, universal mid-joint, lamp arm 18 inches 
long with wrist-joint at lamp. Extreme extension, 
25 inches. 

Price, Style 1DC.each $6.80 



STYLE lDDC (TWO LIGHT) 

Clamps to Mi-inch or %-inch con¬ 
duit (regularly horizontal, but can 
be furnished for vertical). Same 
construction as style 1DC but for 
double light. 


Prices do not include shades, sockets, 
wire or attachment plugs. All industrial 
fixtures are finely finished in machine-tool 
builder’s grey enamel lacquer and rust-re¬ 
sisting cadmium-plated lamp arm tubes to 
insure proper grounding. 

Approved by the National Board of Fire 
Underwriters. 
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WHITE ADJUSTABLE FIXTURES FOR BENCH WORK 

Adaptable to a great variety of practical requirements and giving universal adjustment, holding the 
lamp securely at any desired position within the range without attention to the adjustments. 



STYLE 3D 


STYLE 3SA 



Base 3% x 2% 
inches with rigid 
upright, swing 
crank arm 8 in., 
lamp arm 18 in., 
universal m i d - 
joint and wrist- 
joint a t lamp, 
height 24 in., ex¬ 
treme extension 
26 in. Wired 
through lamp 
arm and upright, 
where no possi¬ 
ble injury can 
come to wire. 


Price, Style 3D 


each $6.50 


STYLE 4D 

Same as Style No. 3D but with clamp on base 
for thickness from %-inch to 4-inch. 

Price, Style 4D.each $9.10 


STYLE 1DD 


Two light fix¬ 
ture, universally 
adjustable; 18- 
inch lamp arm; 
7 - inch swing 
crank arms; 8 V 2 - 
inch yoke; 32- 
inch upright. 
Wired through 
lamp arms, yoke 
and upright. 

Price .$15.10 



STYLE 1DDS 

Same as style 1DD but with slip canopy base 
for conduit system under bench. 

Price, Style 1DDS.each $15.25 



For attach¬ 
ment t o work 
bench or table. 
Adaptable to a 
great variety of 
practical require¬ 
ments. Universal¬ 
ly adjustable with 
sliding joint for 
varying the 
length of lamp to 
requirements o f 
the work at hand. 


For attachment to the top of bench. Universal 
joint. Wrist-joint at lamp. Lamp arm, 18 inches. 
Various sizes made up on order at special prices. 
Price, Style 3SA.each $5.90 


STYLE 23D 


A two - arm 
fixture of re¬ 
markable ad¬ 
justability. Uni- 
versal base 
joint; universal 
and sliding mid- 
joint ; wrist- 
joint at lamp; 
rigid upright 
for flat attach¬ 
ment. Extreme 
extension, 3 6 
in.; height, 24 
in. Wired thru 
both arms and 
upright. 

No. 24D same 
but with clamp- 
on base. 

Price, Style 23D 
Price, Style 24D 



each $ 8.10 
each 10.75 


Prices do not include shades, sockets, wire or attachment plugs. All industrial fixtures are finely 
finished in machine-tool builders’ gray enamel lacquer with rust-resisting cadmium-plated lamp arm 
tubes to insure proper grounding. Approved by National Board of Fire Underwriters. 
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MADISON ELECTRIC COMPANY 


WHITE ADJUSTABLE FIXTURES 

WALL BRACKET TYPES 

Adapted to lighting of working spaces on either 
floor or bench adjacent to walls or post. 

Prices do not include shades, sockets, wire or 
attachment plugs. All industrial fixtures are finely 
finished in machine-tool builders’ gray enamel 
lacquer, with rust-resisting cadmium-plated lamp 
arm tubes to insure proper grounding. Approved 
by National Board of Fire Underwriters. 


STYLE G 



Swiveling, 
disk type of base- 
joint permitting 
side swing thru 
180 degrees and 
up - and - down 
movement of 60 
degrees; univer¬ 
sal mid-j o i n t ; 
wrist - joint at 
lamp. Wired thru 
both arms. Sup¬ 
plied in 12 sizes. 


Price Style G (Size 3 x 3-ft.).each $8.45 


STYLE 3DW 


Eight - inch 
swing crank arm; 
universal mid¬ 
joint; 18 - inch 
lamp arm; wrist- 
joint at lamp. 
An adaptation of 
Style 3D bench 
fixture. 


Price, Style 3DW 



each $6.60 


WHITE ADJUSTABLE FIXTURES 

APPLIED ILLUMINATION FOR THE OFFICE 
STYLE 2LAW 


2LAW 


Two 18 - inch 
lamp arms with 
2 universal cone 
joints ; wrist- 
joint at lamp. An 
adaptation of 
style 23D fixture. 


Price, Style 2LAW 


each $6.50 


STYLE IF 



Very high 
grade—all brass 
with joints o f 
manganese 
bronze. 

Regularly fur¬ 
nished with base 
as shown ( 1 % 
in. by 3% in.) 
for attachment 
by wood screws. Two arm; 36-in. extreme exten¬ 
sion; universally adjustable. Can be folded flat 
against the wall. 


Price, Style IF 


each $ 12.70 


STYLE 8M 



Telescopic arm. 
Sliding through 
universal joint; 
21-in. extension; 
reach of lamp 29 
in.; height 11 in. 

Readily attach¬ 
ed (or detached) 
to thickness up 
to 2 Vs in. by 
means of clamp 
on base. This 
fixture is very 


useful in any office. Price, Style 8M—.each $10.95 


STYLE 5M 


Straight arm 
sliding through 
universal joint; 
18 in. long; reach 
of lamp 26 in.; 
height 11 in. 

Attached to 
side of desk with 
wood screws. 

Clears 1 M in.- 
overhang. 


Price, Style 5M.each $7.55 


STYLE 8F 

Telescoping 
arm; 15 to 24-in. 
extension; uni¬ 
versally adjust¬ 
able. A most pop¬ 
ular fixture, par¬ 
ticularly in doc¬ 
tors’ offices. 


Price, Style 8F.each $11.15 

All office fixtures regularly in brass or statuary 
bronze. Special finishes on request. 
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